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Solus Prime knew that there would be deconstruction of the metal moon eventually. The divide would be too great, but she didn't think it would be from one of her own. She heard a gladiator howl in triumphant rage. Right then, she knew. She didn't want to believe it, but, in the end, it was inevitable. One never knew quite when and where the intoxication from power would corrupt his spark, the one who named himself after Megatronus. He held power equal to a Prime. Solus kept setting her optics ahead, and kept walking, kept remembering.

The past couldn't be changed.

Megatron strove to be the best, to stand upon the ground where the Primes had walked on eons ago, for the glory of Cybertron to be remembered for all time. He was like a brother to Orion Pax, who became Prime, who was like a brother to him until then. They disagreed, and their disagreements ripped apart cities. Cybertron suffered because of the Decepticon leader's hatred and corruption. His voice echoed in her mind now, even when she roamed for all time, wandering the Realm of the Primes with her compatriots.

"_My descendant…"_

She told herself the ache would dull with time, but it hadn't. Even as a deity, she could still mourn the loss of the planet she and her fellow Primes once called home. She could still mourn the one who she had tried to save from such a path. She could still mourn his destruction.


End file.
